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RGT04 E-1 


BOx 100 Dec 1000 - Fed 1009 


NARA RG104, Entry 1, Box 155 


[Abstract:] Says that “no record is kept except of final correct results” of assays made. 


Mint of the United States at Philadelphia, Pa., 
Assay Department, 
December 20, 1888 


Sir 


The telegram sent yesterday to the Director of the Mint, represents that actual number of 
resultant assays made; But the amount of work done, or assays made to arrive at this result, 
would exceed there figures two fold, and in many cases four fold and over. 


The figures originally given, were as close as can be made, for the reason that in many 
cases several assays are made to arrive at a single result, and no record is kept except of final 
correct results. 


Very respectfully, 
Jacob B. Eckfeldt 
Assayer 


Hon. Daniel M. Fox 
Superintendent. 


